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Atapproximatel^610 hours, I interviewed 
-isked about her role in this incident. 



in her Office on UnltT-13, room #1344. 
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she w as sitting In her Office when she heard a PDAS activation coming from the 
said she ran to the court yard and saw Officers attemplin^^ke down 

head hit the wail. said shesavv 

said at no polnHiHninn^ent did 
tiireals while on tiie ground. I asked 
said she only saw the incident from a distance 


[said she saw and heard 
ling on the ground, 

lose consciousness as she hear d him co ntinu 
if she saw the injuries on 




as there were already staff tending to the area. 1 concluded my interview. 


Other Fadua) Information: 

See original case #17030418 for more information. 


RMS-224 Vl.6 


PRJMH3- e/8/201 r 7:67:45 AM BV: 060 


FOR OFFICIAL USE ONLY PAGE 2 of 2 






